


8 March 1963 


TO: Equipment Board Members (See Distribution) 
FROM: Cfeairmssa, Equipment Board 
&WJE& 2 Z Board Action on 6 March 1963 Agenda 


1. 2t was necessary to cancel the 6 March 1963 
Equipment Board meeting because several sobers were 
unable to attend* In lieu of the neeting, it was 
deceided to poll Board assabers for their reaction to 
Agenda Item Mo. 1 of the 6 March 1063 (seating . The 
attached nsjaorandi*® provides brief background 5nfor- 
nation on this item and space in which the Board 
nsaaber can indicate approval or disapproval and 
constants. 
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2. The second Agenda Xtca ( RS-1 Replacement ) 
has been withdrawn end will probably 

be listed for discussion at the next meeting. The 
object of having ti^^ite^in the Agenda was, in 
essence, to brief Board se&bers 

on the low level of our BS-1 equipsest stocks, and 
apprise neaabers of the urgent need for having the 
RS-1 rcplaeeBsnt available for procurement in FI 65. 
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